Technical Specifications 


Model u618cl 

PJ496AA 

Processor* & Soeed 

2.8 GHz/400 Intel® Pentium® 4 Processor - PGA478 

Chipset 

Intel® 848P 

Motherboard 

Oxford-UL6E (4PSD-LA) 

RAM 

256/3200 MB 400 DDR SDRAM (runs@266MHz) 

KAnvimi im 

2 GB (2x1 024MB DDR SDRAMl 


Two 1 84-Din DDR DIMMs 

Siz6 

128 256 512 AND 1024 MB DDR DIMMs 

Free DIMM Soclfets 

One 

Pnir*; Rpni ri rpn 

1 U 1 1 O 1X0^ U 1 1 CLJ 

No 

Tunp Si innrirtpH 

lEDEC [inbijftprpd DDR SDRAM DIMM <;nprifiration 

Cache 

8KB Data Cache + Trace Cache LI , 51 2 KB L2 Integrated 

("in Pri^f"pcc*^r mi^rliilp 

Wl 1 1 IvJl-COOUl IllkJUUIC 

Hfi rd Drive 

80 GB f7200 RPMl 

Ontical Drive 

DVD-ROM Drive- DVD (1 6x max \ / CD-ROM (48x max 1 

Avprnnp Rnnrlom Affpcc 

DVD -nSms / CD-ROM -95ms 

T — 1 I^IIIO / V_>L^ l\^^l VI — / ^1 1 13 

Trnn^Tpr Rnfp 

DVD - 21 6/sec / CD-ROM - 7 2MB/sec 

Diclrette Drive 


9 in 1 Cord Render 

Comoact Flash l/ll Memorv Stick/PRO MMC/SD Smart 

V^l^l 1 1 L^U^I 1 lUOII 1/ 11^ f V Iwl 1 IWI y w 1 IV* IV^ 1 l\^^^ 1 VII V 1^^/ g ^1 1 lU 1 1 

Media, xD, Microdrive 

Fax/Data Modem 

V.92 56Kbps 

Fax Speed 

Up to 14.4Kbps 

Data Compression 

V.42 bis 

Error Correction 

V .42 

EIA Fax Commands 

Class 1 

Video Graphics 

AGP 8X Graphics Card 

Controller 

nVidia FX5 100-64 

Video Memory 

64 MB DDR, not upgrodeable 

Video Connectors 

Composite & S-Video - PAL 


in/inORncpT lntpnrnt(^rl 

1 u/ 1 uu Dubei, iriTeoiQTeu 

1394 Card 

IEEE-1394, Integrated 

douna 

AL. 7/, 0 L-nonnei, integraTea on md 

Controller 

KeaiteK alv^oou 

Chassis 

ranTner-LiTe, zjunv+rrv^ rou 

USB Interface Specification 

USB 2.0 

External I/O Rear Connectors 

A 1 if^n n T ^ ■ 1 II 1 

4= USB, 1 = 1394, Serial, Parallel, 
Line-In, Line-Out; Microphone 

External I/O Front Connectors 

2=USB; 1= 1394, Line In, Microphone, Headphone, 9 in 1 

L,ara Keaaer w/ uod 

Expansion Slots (Total) 

3= PCI, 1=AGP 

Expansion Slots (FREE) 

2= PCI 

Drive Bays (Total) 

Tv/o 5.25" external. One 3.5" external. 
Two 3.5" internal 

Drive Bays (FREE) 

One 5.25" external. One 3.5" external. One 3.5" internal 

Keyboard/Mouse 

One-touch Enhanced Keyboard, PS/2 Optical scrolling 
mouse 
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